mmMd 



J 2-50 





ALTERNATE 


'TIE ROD FITTING 


SEE DWG.t)2-A53/T 


’-.oaa*1025 TUBE-^^2-503) XX 



STEEL WASHER 




JZ-5Z 

J 3 -A 504 . . 

J STABILIZER J2*A5I 



® ’ 


TE-58 


J 3 :A 504 - 


EE- 5 9 


J 3 -A 504 


EE-563 



Hi 


•A 0.0.PLAIN 

IRON WASHER 
WELDED'HERE' 


a;»!i 





ELEVATOR - J£A 52 


J2-57 _ 


J Z- 56 


I 41 

13 ~k ‘ 


je -54 



EE*50 


STABILIZER TUBE. 


rn; 


ii—i 




ELEVATOR TUBE 


, 065-1025 TU&E 5 REAMED 


4”cLEVIS PIN 


4 1 . 0 . --* COT TERED TO SAFETY 

H1N&E JOINT © , 

, SCALE FULL SIZE 



STABILIZER RIB (§> 

566 DAHLSTROM STEEL FULL SIZE 






93 PUNCH 



SPOT WELD 


6 *^’LIGHTENING HOLE 





^"o.d: plain iron washer £ thick 


1 f WELDED HERE INSIDE 
.• OP. TUBE 

ELEVATOR CONTROL ARMS . ® 

±I0£5.-STEEL . ; .FULL SIZE. 






556 - DAHLSTROM- STEEL 
“T FULLSIZE 

J- ® 


“YPIC'AL ELEVATOR RIB ® 

SLACtt IRON FULL SIZE 


BILL OF MATERIAL - 


NAME 


E Z J 5 0 [ELEVATOR • C 0NTRDL7VR7T5~ 


HIN&E BEARING TUBE5H0RTTI035 TUBE ?/& LONG 


HINGE 8EARING TUBE,LONG' *1025 TUBE,' 3 /*L0N& •/ 


ELEVATOR TORQUE TUBE H0Z5035*55Ye-LON 


5TABILIZER RIB*MT FU5ELA&Eri56& DAHLSTROfl 


STABILIZER DiAG.BRACE FRONT H.55GDAHL5TR0H iy LONG 


STABILIZER.TIER.OD TUBE *102 5 TUBE £ Ye" LONG 


STABILIZER DIAGCHANNEL8RAtEh55& DAHLSTROfl 15 M LONG! 


STABILIZER TRAILING EDGE TUBE, f\0Z5~Va'.04-y- 5 , 5 ./elO«G 


STABILIZER TIE.ROD TUBE. 


STABILIZER'LEADING EDGE TUBE 


5 TABIUZER *3 RIB 


3 (STABILIZER RIB~4 


J 2- 54 . ELEVATOR TRAILING EDGE TUBE- »IQ^5..^V ? Q.&6,. ^ 


Z- 55 (ELEVATOR *1 RI&AT .FUSELAGE J BLACK IRON 17^ LONG 


J2 -5G . ELEVATORS RIB." -' BLACK. IRON I? W LONG' 


je-5fr ELEVATOR *.3 RIB.. (BUCK IRON 14WL0N6 : 


EZ -39 STABILIZER RIB *2 r I 5 GGDAHLSTROM Z 5 L&, ; 


EE-562 


EE-564* 


ja-so 




ii 


1025 TUBE .3 W LONG 


*/56& DAHL5TR0M ZIKLOH 


DAHLSTROM I.4&IM& 


urn 

; g 
18 

m 

im 

im 

s 


E 


mi 

n 

mi\ 

E@W 


I -.035" TUBE EE-5 03 


DW.REF J5AS04 ADDED, .. 


REDRAWN WITHOUT'CHANGE 


FITTING REVJSFD 


WAS 3 <o “ . _ 


WAS 5 5 yz‘* . - 


WAS 


FITTING 05 50LETEO 


WAS <J2-a 


DETMUj-AOtJED 


.NOTE-. REtt<VVjEJ> 


i e-v.i 4 ,w.;. . 


5ZB4- 


5 -3-45 


10-5-37 


JO-5-37 


10-5-37 


10*3; 37 


10-5*37 


5-5*0-37 


sin 

IDES! 

023 

tel 

| B3B 

te 



M ATE RI A L 


TOTAL WT.-LBS. 


PART NO. 


SCALE 3"* r e/VOTED 


FINISH-PIPER SPECIFICATION *10 . '" 


MANUFACTURING PRACTICES-PIPER SPECIFICATION *9 


model Lper PLANE NEXT ASSEMBLY 


H BBB312B 

100031133 


111 


J3-A.507, 


SUP. BY 


STABILIZER & ELEVATOR 
FOR JS MODEL T / T 















































































































































